DIGITAL FLASH 


Compatiable With All 
Digital Cameras That 
Have a Built-in 
Flash. Embedded 
Intelligent 
Circuitry "Learns" 
The Characteristic 
Flash Profile for 
Any Digital 
Camera! 



Vivitar 

We make it easy™ 


DF200 


DIGITAL FLASH 


Another Great 
Vivitar Product! 


SPECIF 

I C A T I O N S 

Features: 

Guide Number 

92(IS0 100/ft), 28(IS0 100/m)at50mm 

• Acts As A Slave to all Digital Cameras That 

Power Zoom 

With optional manual control 

Have An Built-in Flash 

Power Ratios 

Selectable: Full, 1/4, 1/8, 1/16 

• Learning Mode Profiles Existing Flash 

Vertical Bounce Adjustment 

0-90° 

Horizontal Swivel 

0-330° 

• 4 Selectable Power Levels 

Flash Duration 

1/1000 

Color Temperature 

5600 ! K 

• 28 - 105mm Zoom Head 

Auto Standby 

3 Minutes 

Bracket 

Mini-flexpod 

• 0-90° Vertical Bounce Angle 

Indicators 

Heady light, Auto Check, Auto Cut-off, 

Power Source 

4AA Alkaline, NiCd or NiMH Batteries 

• 0-330° Horizontal Swivel 

Dimensions 

70 (L) x 175 (H)x 45mm (W) 

Specifications subject to change without notice © 

2003 Vivitar Corporation. E&OE 

• Features include flash test button & flash 

PRELIMINARY Rev 1, May 9, 2003 


ready indicator 


• Uses 4 AA Alkaline, NiCd or NiMH Batteries 

• Includes Bracket & Mini Flexpod 


DF200 Flash 


VIVITAR Corporation 
1280 Rancho Conejo Blvd. 
Newbury Park, CA 91320 
(805)498-7008 


